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PART III 

Stores Purchase 


Health Services Department 

TENDER NOTICES 

( 1 ) 


No. S2/11794/11/HDS. 27 th December 2012. 

Sealed tenders in the prescribed forms are invited for 
the supply of the following items to Medical College 
Hospital, Kozhikode. 

1. Dialyser (Poly sulphone) F6—500 Nos. 

2. Dialyser (Poly sulphone) F5—100 Nos. 

Superscription tender number should be specifically 
noted as No. S2/11794/11/HDS. 

Price of tender (in duplicate) ST Cash only/Money 
Order—' 908. 

Date and time of close of sale of tender forms— 
26-2-2013, 3 p. m. 

Date and time for receipt of tender—27-2-2013, 5 p.m. 

Date and time for opening of tender—28-2-2013, 
12 Noon. 


Date upto which rates are to be firms—30-6-2013. 











Address of officer from whom tender forms are to be 
obtained and whom tenders are to be sent— 
Superintendent, Medical College Hospital, Calicut-8. 

(B<0»O1P1g< 06)OS 622)CU)1<062(38 GcftiOGgK! (319) ODJnJ(ffl2l <12)1 (SeicSffl 
osiofflip njocmjoroai cultroosmo 62njcg>j am railed ailaa/lrai 
GnOoorarailraS arulraS Onjcd)®) 62S6nec2j<0>c/5 <0ad6n2lajj62<0>oggjanr2j. 

1. (U)<2)6262ei(n)(3 ((B<^0g1(rU<dGrU306n3)<^tilT 6-500 n®6TOo 

2. (U)(2>6262£im)(3 (QnJOg1crua3ffio£IOSn3)r4)al3. 5-100 n{j)6TT)o 

g)ssn§(3 raracffltffi .flojanD <feai ol (nj2ij<0>g1(33 anoncS 

a®OTJ.2/l1794/201l/ri®^.ajjl.r4)<TU. a®of> an)<0(3)2)CK2jl <0>061421^1(01 
<jc9S)6n§«r)06nD. 

sissneolocd tnlei (so<£bcn)s<662o)—' 908. 

62S6nec3 (Scioooo ailra3<062jcm raracuamocn railcmrailrajo 
Cn)2K2)(HJo -26-2-2013, 3 2)6101. 

6)S6ne(3 ca>1ts§6ng rareajcruocn railcnirailcmjo cn)2i<2>cnjo— 

27-2-2013, 5 2)6TOl. 

6iS6n§(3 (rojotesijao rail cm rail (2)jo croiacrxiojjo—28-2-2013, 
g^jaStSS) 12 m6To1. 

62S6neolro3 njocmjao cril<o<062j<0>c/3 (aJO6m^rai32leilrak<0626n3 
(31301000(0 02l(2)(32l-30-6-2013. 

6)S6ng(8 Ga£)OOo <0>1§J(mra2Jo njjralnjliy (31302)cm G<06260S 

(32J2)0<2) ailejOClOo-C10JLoJ6ne, 622KU)1<062O3 G<0iO(8g82 (313)ODJr>Jtra>1, 

G<0>O!Pl(8<062OS. 

( 2 ) 

No. S2/15185/12/HDS. 16th January 2013. 

Sealed tenders in the prescribed forms are invited for 
the supply of the following Item for 1 year on running 
contract to Medical College Hospital, Kozhikode. 

Name of Item—Femoral Sheath 11cm—5F, 6F, 7F, 8F, 
9F and 10 F—600 Nos. 

EMD—1%. 

Superscription tender number should be specifically 
noted as No. S2/15185/12/HDS. 

Price of tender (in duplicate) ST Cash only/Money 
Order—' 791. 

Date and time of close of sale of tender forms— 
26-2-2013, 3 p. m. 

Date and time for receipt of tender—27-2-2013, 3 p.m. 

Date and time for opening of tender—28-2-2013, 
12 Noon. 

Date upto which rates are to be firms—28-2-2014. 

Address of officer from whom tender forms are to be 
obtained and whom tenders are to be sent— 
Superintendent, Medical College Hospital, Calicut-8. 


(8<0>O(Pl(l<062OS 622)CU)1<062(33 G<0jOCBg8S C3T3)a3JnJ(.852l(!Q>1eejc9ffl 

(02062ip nJoaDjancn oernlocd e<0iO(.6ngOc^ 63®j 

Ql(3n3d(S(3T02c9O <T126262nJ 62^1(20 012 (3)1 (12 02la5ljl(32 Ga£) 00(31321(38 
6\) 12 0 

01)1(08 62.aJ(2)(32 62S6n3(2J<0>(/8 cMJ6m1n-|i62cft>033)aTO. 

6D(I2C2jl(U(0o-62a£)02)0(08 n9d1(3132-11 6201). 2)1. 5 n£)a£), 

6 (i0a£), 7 r^j)a£) , 8 a0, 9 fi^)fi£) (313)0^ 10 n|)fi£)-300 

a ® 6 srn° 

62S6rl3c3 (313 CO) CCS <0622012 <0)01 C2l ODJ2)J<0>g1ro3 02011(3 

r4)02J.2/l5185/2012/ag)^.CU)1.r4)ai). <10(122 OU, <0(522)0(0)1 <0>O6122l^jl 
(Ol(S<0626ne(32O6n2. 

021 ( 0 ( 321 . 3 ( 112)0 - 1 %. 

OS6n§(3 G ci£)0 0(313)16) (l8 (iflei (SO<£bODS<062o)-' 791. 

62S6T15C3 GciOOOo (111(03<062JOT) (313(1101)002 (3)1(0) (3)1 CD)Jo 
01)2)<S2)(11Jo -26-2-2013, 3 2)61121. 

62S6ITg(3 <0>1 g§ 6T1E (313(1101)002 (3)1 CD) (3)1 CD) Jo OD2Kn)(UJo- 

27-2-2013, 5 2)61123. 

6256113(3 (O)JO<062JOT) (3)1(2) (0)1 CD) Jo OD2)(2)aiJo-28-2-2013, 

12 2)61121. 

0S6neolco8 ojoasjcni oilo < bq j< 0,08 (.oJ06niei2,(3i32lejl(0l 

G<0626ngJ(U2 (02lQQ>(02l-28-2-2014 

6256125(3 GciOOOo <0)lG§6I25(32Jo nJJ(0lo_|l^ (313CD)(D)G<0626I25C32J 
2)0(2) cnleiociuo—oi)j(.nJ6ni, 622 ku)1<06xo 8 G<0>OGge3 rarejcrajnJirail, 
G<0>Otf>lG<062OS. 

Medical College Hospital, (Sd.) 

Kozhikode. Superintendent. 

TENDER NOTICE 

No. C2-1059/2012. 8th January 2013. 

Sealed tenders in the prescribed forms are invited for 
the supply of M.C.R. Chappals 200 pairs to Government 
Leprosy Hospital, Chevayur, Kozhikode. 

Total Cost—' 1,00,000. 

EMD— 1%. 

Superscription tender number should be specifically 
noted as C2-1059/12 dated 8-1-2013. 

Cost of tender form: 

Original—' 450. 

Duplicate—' 225. 

(ST Cash or Treasury Chelan) 

Last date and time of close of sale of tender form— 
20-2-2013, 3 p. m. 

Last date and time for receipt of tender form— 
22-2-2013, 5 p. m. 

Date and time for opening of tender—25-2-2013, 
12 Noon. 

Date upto which rates are to be firm—30-6-2013. 


Address of Officer from whom tender forms are to be 
obtained and to be sent—Superintendent, Government 
Leprosy Hospital, Chevayur, Kozhikode-673 017. 

<s<ft>o(pl(Bc96)os, GiijojoimjrS mx3<es>0(3 c9)jn3doeffloa)ocmjnJt.(m1 
cDileejcM 200 n4)o.rrul.c3re)c3. raregsxusjrairo g6n30<ss)l 

aDR53<ft)jcmoiled cnlaailoi g ncooortnl o 3 cmlraS ffl-dcmra) 
s>S6rrg03<ft>c/3 dMdsrol^jOc&ogsjjaroj. 

raras®)«53«5ia)2ca>—' 1 , 00 , 000 . 

ablarai tracing— 1 %. 

6issn§(3 tmwwsaicm <ft,ajolcnj ffljc&gloii comjc3 
cn5l2- 1059 / 2012 , 8 - 1-2013 a®crn <a>O 6 m 1 ijl(alc 0 «) 6 rr)o. 

6issns(3 GaOoocOTfnlfflag culei (so<£bcru rarescssio) : 

fflOlsflODOS-' 450. 

OJDUrJlGcOSld-' 225. 

6\J O 

6is6nec3 Gaoooo oiIksScMjot) raracncniocn oilcn) coila^o 

CTOfflODCllJo-20-2-2013, 3 06TTil. 

6)ssns(3 c9>lG§sns rarecucruocn oilcniOTilcmjo cruacoKiijo— 

22-2-2013, 5 ffl6ml 

6)S6TB(3 ra)jo<ss) 2 cm 8j)1cm«j)lcQ)jo cruacfficujo— 25 - 2 - 2013 , 
12 msml. 

6)S6neo1ro3 njocorjcrn rril(ac06)j<ft,cd L^o^^iraiwleiloletssisne 
oilcmoil— 30 - 6 - 2013 . 

6issn§(3 Gaoooo tSjIgjoDcsijo njjalnjl^j OTddDCffiGtesisnsKnj 
moco) saroSoileiomio—cnijinjsng, cnx3c96io(3 c&jnadoeoowouajnJLRril, 

GnJQlOODJcS, G<ft,0SHGc9S)0S-673 017. 


Government Leprosy Hospital, 
Chevayur., Kozhikode. 


(Sd.) 

Superintendent. 



